Historic,  archived  document 

Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


1* 


'-+M 


i'2_ 

a. 


SHE 

for    self-feeding 


FARM   BUILDING 


PLAN  MO.  5847 

(t  sheet) 


The  length  of  this  pole-type  shed  may  be  in- 
creased in  units  of  12  feet.  End  walls  are  braced. 
Siding  and  doors  can  be  added. 

The  plans  show  construction  suitable  for  areas 
with  snow  loads  up  to  either  20  or  30  pounds  per 
square  foot  or  winds  up  to  88  m.  p.  h. 

The  complete  plan,  showing  details  of  construc- 
tion should  be  obtained  by  anyone  planning  to 
build  this  structure. 


Complete  working  drawings  may  be  obtained  through 
your  county  agent  or  from  the  Extension  agricultural 
engineer  at  most  State  agricultural  colleges.  There  is 
usually  a  small  charge. 

ORDER  PLAN  NO.  5847,  HAY  SHED  FOR  SELF- 
FEEDING 

If  working  drawings  of  this  plan  are  not  available  in 
your  State,  write  to  the  U.  S.  Department  of  Agriculture, 
Agricultural  Engineering  Research  Division,  Plant  In- 
dustry Station,  Beltsville,  Md.  The  U.  S.  Department  of 
Agriculture  does  not  distribute  drawings,  but  will  direct 
you  to  a  State  that  does  distribute  them. 

Issued  November  1958 


5-TO  30-TON    CAPACITY 
PER   12  FOOT  SECTION 

DEPENDING    ON  TIGHTNESS  OF  BALES 
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